oe Approved ogy ess" 2005/08/03 : CIA-RDP86-00024490001001100 


3 February 1983 


MEMORANDUM FOR: Director of Personnel 


25X1 FROM: 
Personnel Officer, DDA 
SUBJECT: Change in Directorate of Administration 
Position Controls and FTE Ceilings 
REFERENCE: Memorandum to C/PMCD/OP from C/HRMD/OC, 


dated 25 January 1983; Subject: FY83 
Ceiling Adjustment 


1. In accordance with Reference, the position controls and 
FTE ceilings in the Office of Communications and the Office of 
Data Processing are revised as follows: 


CURRENT REVISED 
FTE CEILINGS FTE CEILINGS 
POSITION POSITION 
CEILING PIP TOTAL CEILING FTP TOTAL 
oc 25X1 
ODP 
2. This change reflects the transfer of one position from 
the Office of Communications to the Office of Data Processing. 
It is requested that the above revisions be implemented on the 
Directorate's Staffing Complements and Full-Time Equivalency Reports 
as soon as possible. 
25X1 


Attachment: 
Reference 
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MEMORANDUM FOR: Chief, Position Management & Compensation 
Division, OP 


25X11 FROM: : 
Chief, Human Resources Management Division, OC 
SUBJECT: FY83 Ceiling Adjustment (U) 
REFERENCE: Memo to D/CO from D/ODP, Subject: FY83 Ceiling 


Cut, dated 23 December 1982 (copy attached) 


As indicated in referent, the Office of Communications has 
agreed to share the FY83 ceiling cut of 5 programmer positions 
with the Office of Data Processing. It is therefore requested 
that your office take the necessary action to reduce the following 
position by one to satisfy the requirement: 


Engineering Division 
Computer Systems Branch 
Network Systems Support 


Position No. HF716, Computer Systems Programmer, GS-11, reduce .~ 
from F4 to F3. (C) 


Attachment 
As stated 
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ORIG: oc-HRp/PaB/Pss [_ —] (19 January 1983) 25x1 


Distribution: 


Addressee 

OC-HRMD Subject, w/att. 
OC-HRMD/PAB/PSS Chrono, w/o att 
OC-HRMD Chrono, w/o att. 
OC-IMS, w/o att. 

DDA/CMO, w/att. 

D/ODP, w/fatt 

C/ED, w/att.. 


Date 
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23 December 1982 


MEMORANDUM FOR: Director of Communications 


FROM: Bruce T. Johnson 
Director of Data Processing 


SURJECT: FY 83 Ceiling Cut 


This is to confirm our agreement that the cut in 
ceiling of 5 programmer positions will be shared by the 
Office of Data Processing and the Office of Communications; 


ODP will be cut by 4 positions and OC by 1 position. 


25X1 


25X1 


Director of Communicatjons 


25X1 
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